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The following is a list of radar, radio and other equipment exported to 
the USSR in February 1953 by the Belojanisz Works (formerly. Standard 
Electric Company), Budapest. 

a. 14 port radar systems - Type HGUF-2 (modified version of HGUF) 

b* 6 mobile radar control stations (Radar - Lenk Stationen) 

Type HGUF-X 

The complete installation is mounted on three trucks. 

e. 32 mobile transmitter-receivers. Type DFG-3 * Mounted on trucks 
with independent power supply. 

d. 8 mobile microwave transmitter-receivers. 

Type MHG-Y mounted on trucks. 

e. 4 transportable automatic telegraph sets. 

Type DX-24* 

f. 54 fixed automatic telegraph sets. 

Type DX-3. 

g. 11 signal generators for laboratory use. 

Type SP -60822 „ . 

h. 6 ^Savnyujto” generators* Type SP-60871. 

i. 18 ultra shortwave signal generators. 

Type SP-60831. 

4 . 20 signal generators (Signal generator en R-C EE) 

Type SP-60851. 
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k. 20 sound frequency generators (t&negeneratoren) 

Type R-C SP 861 

1* 20 square wave (Quadrat-Wellen) generators. 

Type SP 60881. 

m. 16 low frequency vacuum-tube voltmeters. 

Type SP 20911. 

n. 16 continuous current vacuum-tube voltmeters 

Type SP 20911. 

o. 24 continuous current vacuum-tube voltmeters and ohm meters. 
Type SP 21.31 
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